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; Retroactive Pay Increase for GP Ruployses of the 
Agemay 


1. Printer-Mechania representatives at the Governeent Priati-: 
Office rejected the August 1960 wage increase of nine cents (74) + 
hour proposed ty the Public Printer oa¢ appealed to the Joint Cr 
mittee on Printing for a higher rate. Ho action has yet Seer ix @ 
and the expleyees have not yet received an increase for 1960. 


@. Reeently, howrver, have learned that billie have bee: 
introduced in the Senate (8. ees) and Woune (2.8. 919) te wake any 
pay increase resulting fros deteraination of the daint Comittee ¢.. 
Printing retronctive te the anniversary date of the Printer~-Hechat— on 
rate change, August 1960. Since any such retroactive a¢justrent 
wali not otherwise be applicable to this Agency were 50 GP exployser 
are affected, wa recomseal that your office teke the necessary act ‘or 
to engure that any legislation passed with a retroactive pay inerbcse 
elevee gpecificelly apply to thia gency. 


‘£87 Ennett D, teheis 


Eomett D. Bcaols 
Director of Personnel 
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